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SEITE 
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PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

49 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

: 


laboratory notes 

0.004 

F17.4 

binder 

1 

German 


basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 


basic research 

histopath. slides 

0.003 

17.5 

box 

3 

- 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 


«.• * 

histopath- slides 

0.003 

17.5 

box 

3 

- 



histopath'- slides 

0.001 

17.5 

box 

1 

- 


basic research 

histopath. slides 

0.001 

17.5 

box 

1 

- 



laboratory notes 

0.012 

F17.4 

binder 

3 

German 



laboratory notes 

0.004 

400 

binder 

1 

German 


basic research 

laboratory notes 

0.004 

400 

binder 

1 

German 



tissue blacks 

0.005 

17.5 

box 

1 

- 


basic research 

tissue blocks 

0.005 

17.5 

box 

1 

- 



tissue blacks 

0.01Q 

17.5 

box 

2 

- 


basic research 

tissue blocks 

0.010 

17.5 

box 

2 

- 



histopath. slides 

0.001 

17.5 

box 

1 

- 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 


basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



recorder diagrams 

0.005 

F17.4 

box 

1 

- 


basic research 

recorder diagrams 

0.005 

F17.4 

box 

1 

- 



laboratory notes 

0.016 

F17.4 

binder 

4 

German 


basic research 

laboratory notes 

0.016 

F17.4 

binder 

4 

German 



laboratory notes 

0.012 

F17.4 

binder 

3 

German 


basic research 

histopath. slides 

0.001 

17.5 

box 

1 

- 



report 

0.001 

R021 

book 

1 

Eng 1ish 


basic research 

report 

0.001 

R021 

book 

1 

■ English 



report 

0.001 

R021 

book 

1 

Eng 1ish 


basic research 

report 

0.001 

R021 

book 

1 

English 

2068 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 

2096 

product devei. 

laboratory nates 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2107 

product devei . 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

2108 

basic research 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes’ 

0.001 

R021 

computer tape 

1 

German 

2109 

product devei . 

laboratory notes 

0.Q05 

F17.6 

box 

1 

German 


■ * • ■ • * 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



protocol;.' 

0.001 

R017 

book 

1 

English 



* laboratory notes 

0.001 

R806 * 

computer tape 

1 

German 



- laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2110 

product devei. 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 


* *■ - w "" ’ H 

laboratory notes 

0.016 

F17.4 

binder 

4 

German 

2126 

product devei. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2132 

product devei. 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

RG21 

computer tape 

1 

German 


wzixgszoz 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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LANGUAGE 

2132 

product devel. 

report 

0.001 

R01 7 

book 

1 

Eng 1ish 

2133 

product devel. 

laboratory nates 

0.004 

F17.4 

binder 

1 

German 



report 

0.001 

R01 7 

book 

1 

English 

2134 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2135 

product devel. 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R01 7 

book 

1 

Eng 1ish 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 

2136 

product devel. 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 


product devel. 

report 

0.001 

R01 7 

book 

1 

Eng 1ish 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory nates 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 


product devel. 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2143 

product devel . 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



report 

0.001 

RQ17 

book 

1 

English 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

2147 

product devel. 

laboratory notes 

0.016 

R021 

binder 

4 

German 



report 

0.002 

R01 7 

book 

2 

Eng 1ish 



sample material 

0.001 

806 

can 

1 

- 



laboratory notes 

0.001 

R021 

computer tape 

1 

• German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2149 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 * 

German 



laboratory notes 

. 0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

; 1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.004 

R021 

binder 

1 

German 

2151 

product devel. 

laboratory notes 

0.016 

R021 ■ 

binder 

4 

German 


; 

laboratory notes 

0,004 

R021 

binder 

1 

German 


1 . 

laboratory notes 

0.001 

R806 

computer tape 

i -7'.\ 

. German 



laboratory notes 

0.001 

R806 

computer tape 

i 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 ■ . 

German 



laboratory notes 1 

0.001 

R021 

computer tape 

i 

German 



report ' 

0.001 

RQ17 

book 

1 

English 



laboratory notes 

0.008 

R021 

binder 

2 

German 

2154 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 


S9?ZTS8202 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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2154 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

0.001 

R01 7 

book 

1 

English 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2157 

product devel. 

laboratory notes 

0.016 

R021 

binder 

4 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2156 

product devel, 

report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.004 

RQ21 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.016 

R021 

binder 

4 

German 

2161 

product devel. 

laboratory notes 

0.024 

R021 

binder 

6 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



report 

0.002 

R01 7 

book 

2 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2162 

product devel. 

laboratory notes 

0.016 

R021 

binder 

4 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

RSQ6 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 

2166 

product devel. 

laboratory notes 

o.ooa 

R021 

binder 

2 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

RS06 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2170 

product devel. 

sample material 

0.001 

806 

can 

1 




report 

0,001 

RQ17 

book 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2172 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 


* *■’ 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

■ 0.001 

R017 

book 

1 

English 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2173 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.004 

R021 * 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 


982&T68Z0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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TYPE 
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2173 

product devel. 

laboratory notes 

0.0D1 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer' tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

2174 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



report 

0.001 

R01 7 

book 

1 

Eng 1ish 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 


' r :" 

laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

2175 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

0.001 

R01 7 

book 

1 

Eng 1ish 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 

2176 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0,001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



sample material 

0.001 

806 

can 

1 

- 



sample material 

0.001 

806 

c an 

1 

- 



sample material 

0.001 

806 

can 

1 

- 



sample material 

0.001 

806 

can 

1 

- 



sample material 

0.001 

806 

can 

1 

- 



report 

0.001 

R017 

book 

1 

English 

2177 

product devel. 

laboratory notes 

0.016 

R021 

binder 

4 

German 



sample material 

0.001 

806 

can 

1 

- 



laboratory, notes 

0.001 

R021 

■ computer tape 

1 

German 


*r 

laboratory notes 

0.001 

R806 

computer tape 

. 1 

German 



laboratory notes* 

• 0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape . 

1 

German 



laboratory notes 

0.001 

R021 

computer tape ■; 

1 

German 



laboratory notes 

. 0.001 

R806 

computer tape- 

1 ' 

German 



sample material 

0.001 

806 

can 

1 

- 



sample material 

0.001 

806 

can 

1 

- 



sample material 

0.001 

806 

can 

1 

- 



report 

0.001 

R017 

book 

1 

English 




Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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LANGUAGE 

2178 

product devel. 

laboratory notes 

0.008 

R021 

binder 

2 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer, tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 


computer tape 

1 

German 



laboratory notes 

0.0Q1 

R806 

computer tape 

1 

German 



report 

0.001 


book 

1 

English 

2179 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 


computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 

2184 

product devel. 

sample material 

0.001 

806 

can 

1 




report 

0.001 

R017 

book 

1 

Eng 1ish 



sample material 

0.001 

806 

can 

1 




laboratory notes 

0.024 


binder 

6 

German 



laboratory notes 

0.001 


computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 


computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 


computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

2185 

product deve1 . 

sample material 

0.001 

806 

can 

1 




laboratory notes 

0.001 

R8Q6 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R8Q6 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 




laboratory notes 

0.012 

R021 

binder 

3 

German 

21 88 

product devel* 

sample material 

0.001 

806 

can 

1 




laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 


,v ;S * 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

- 0.001 

R021 

computer tape 

1 

German 


.V . 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



report 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.012 

R021 

binder 

3 

German 


*** *' 

sample material 

0.001 

806 

can 

1 


2188 

product devel . 

sample material 

0.001 

806 

can 

1 

_ 



sample material 

0.001 

806 

can 

1 

— 


88Z£<TS8Z0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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TIME 

N START END 
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2188 

product devel. 

laboratory notes 

0.020 

R021 

binder 

5 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.Q01 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



documentation 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

806 

can 

1 

- 

2900 

product devel. 

report 

0.001 

R01 7 

book 

1 

English 



protocol 

0.001 

R017 

book 

1 

English 



laboratory notes 

0.001 

RQQ6 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 

3047 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.004 

400 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



wet tissues 

0.018 

807 

glassjar 

18 

- 



wet tissues 

0.018 

307 

g1 assjar 

18 

- 



histopath. slides 

0.043 

400 

box 

43 

- 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

3057 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



tissue blocks 

0,005 

17.5 

box 

1 

- 



wet tissues 

0.024 

807 

g1 assjar 

24 

- 



laboratory notes 

0.004 

4Q0 

binder 

1 

German 



histopath. slides 

0.001 

400 

box 

1 

- 

3061 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0,004 

F17.4 

binder 

1 

German 



laboratory notes 

0.008 

400 

binder 

2 

German 



histopath. slides 

0.004 

400 

box 

4 




histopath. slides 

0.033 

400 

box 

33 

- 

3067 

basic research 

laboratory notes 

0.005 

F17.6 

box * 

1 

German 

3068 

basic research 

laboratory notes 

0.012 

R021 

binder 

3 

German 


. 

-laboratory notes 

0.004 

F17.4 

binder 1 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.052 

400 

binder 

13 " ‘ 

German 


: • 

tissue blocks 

0.005 

17.5 

box 

1 ’ 




wet tissues 

0.030 

807 

glassjar 

30 

- 


-• ' 

tissue blocks 

0.010 

807 

box 

2 

- 



histopath. slides 

0.044 

400 

box 

44 

- 



histopath. slides 

0.013 

400 

box 

13 

— 


GS2iT6820Z 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

(M3) 

LOCATION MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

3068 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 1 

German 



1 abaratary notes 

0.001 

R021 

computer, tape 1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 



laboratory notes 

0.028 

F17.4 

binder 

7 

German 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 


■ - ■ 

laboratory notes 

Q.048 

F17.4 

binder 

12 

German 



laboratory notes 

0.048 

F17.4 

binder 

12 

German 



laboratory notes 

0.048 

F17.4 

binder 

12 

German 



1 aboratary notes 

0.048 

F17.4 

binder 

12 

German 



laboratory notes 

0.052 

F17.4 

binder 

13 

German 



laboratory notes 

0.005 

F17.6 

box 

1 

German 

3069 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory nates 

0.008 

F17.4 

binder 

2 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



tissue blocks 

0.005 

807 

box 

1 




histopath. slides 

0.019 

400 

box 

19 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 




wet tissues 

0.044 

807 

g lassjar 

44 

- 



wet tissues 

0.050 

807 

gl assjar 

50 

- 

3070 

basic research 

laboratory notes 

0.004 

R021 

b inder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory nates 

0.004 

F17.4 

binder 

1 

German 

3071 

basic research 

laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 



laboratory nates 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.016 

F17.4 

binder 

4 

German 



wet tissues 

0.003 

807 

gl assjar 

3 



/- 

laboratory nates 

0.008 

F17.4 

binder 

2 

German 



laboratory notes “* 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.024 

F17.4 

binder 

6 

German 

3080 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3081 

basic research ’ 

1aboratory notes • 

0.005 

F17.6 

box 

1 

German 



laboratory notes * 

' ‘ ’ 0.008 

F17.4 

binder 

2 

German 


V! ; 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 ■ 

F17.4 

binder 

1 

" German 



histopath. slides 

0.005 

400 

box 

5 

- 



histopath- slides 

‘ ' 0.006 

400 

box 

6 



tx 

laboratory notes 

0.004 

400 

binder 

1 

German 



tissue blocks 

0.005 

17.5 * “ 

box 

1 

- 



wet tissues 

0.051 

807 

glassjar 

51 

- 


06Z£<TS8Z0Z 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

CM3) 

LOCATION MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

3081 

basic research 

tissue blocks 

0.005 

807 

box 

1 

_ 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3083 

basic research 

laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

Q.Q04 

F17.4 

binder 

1 

German 

3084 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3099 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3103 

basic research 

laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory notes 

0.005 

F17.6 

box 

1 

German 


V' 

laboratory notes 

0.008 

F17.4 

binder 

2 

German 

3104 

single component 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.012 

F17.4 

binder 

3 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

3108 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



histopath. slides 

0.010 

400 

box 

10 

- 



laboratory notes 

0.004 

400 

binder 

1 

German 



tissue blocks 

0.005 

17.5 

box 

1 

- 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 

3113 

basic research 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



laboratory notes 

0.004 

400 

b inder 

1 

German 



tissue blocks 

0.010 

17.5 

box 

2 

- 



wet tissues 

0.045 

807 

g1 assjar 

45 

- 



histopath. slides 

0.027 

400 

box 

27 

- 



report 

0.002 

R017 

book 

2 

Eng 1ish 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.008 

F17.4 

binder 

2 

German 



laboratory notes 

0.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

RQ21 

computer tape 

1 

German 

3114 

basic research 

laboratory nates 

0.005 

F 17.6 

box 

1 

German 



laboratory notes 

0.008 

400 

binder 

2 

German 


■" "7 .. 

tissue blocks 

0.005 

17.5 

box 

1 

- 


V- r 

histopath. slides 

0.045 

400 

box 

45 

- 



report . . 

0.002 

R017 

• book 

2 

English 


„ .**• 

laboratory notes 

0.008 

FI 7.4 

binder 

2 

German 



laboratory nates 

0.004 

F17.4 

binder ' 

1 

German 


It 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 


■ 

laboratory notes 

0.004 

F17.4 ■ 

binder 

1 

German 



laboratory notes 

13.004 

F17.4 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 


T6Z£T6820Z 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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PROJECT 

NUMBER 

RECORD 

CATEGORY TYPE 

QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

3117 

basic research laboratory notes 

0.012 

F17.4 

binder 

3 

German 


report 

0.001 

R017 

book 

1 

English 

3123 

basic research laboratory notes 

0.004 

R021 

binder 

1 

German 


laboratory notes 

0.012 

R021 

binder 

3 

German 


laboratory notes 

0.012 

RQ21 

binder 

3 

German 


laboratory notes 

0.004 

R021 

binder 

1 

German 


laboratory notes 

0.008 

R021 

binder 

2 

German 


tissue blacks 

0.010 

17.5 

box 

2 



wet tissues 

0.019 

807 

glassjar 

19 

- 


wet tissues 

0.018 

807 

glassjar 

18 

— 


histopath. slides 

0.055 

400 ■ * 

box 

55 



report 

0.004 

R01 7 

book 

4 

English 


protocol 

0.002 

R017 

book 

2 

English 


laboratory notes 

0.001 

R021 

computer tape 

1 

German 


laboratory notes 

0.001 

R806 

computer tape 

1 

German 


laboratory notes 

0.004 

R021 

binder 

1 

German 


laboratory notes 

0.004 

F17.4 

binder 

1 

German 


laboratory notes 

0.004 

F17.4 

binder 

1 

German 


laboratory notes 

0.004 

400 

binder 

1 

German 


laboratory notes 

0.020 

R021 

binder 

5 

German 

3124 

single component protocol 

s 

0.001 

R017 

book 

1 

English 


tissue blocks 

0.010 

807 

box 

2 

_ 


histopath. slides 

0.047 

400 

box 

47 


3125 

basic research laboratory notes 

0.012 

R021 

binder 

3 

German 


laboratory notes 

0.004 

R021 

binder 

1 

German 


laboratory notes 

0.004 

RQ21 

binder 

1 

German 


laboratory nates 

0.001 

R806 

computer tape 

1 

German 


laboratory notes 

0.004 

400 

binder 

1 

German 


tissue blocks 

0.001 

17.5 

bag 

1 



tissue blocks 

0.015 

807 

box 

3 

— 


histopath. slides 

0.029 

400 

box 

29 



histopath. slides 

0.013 

400 

box 

13 

— 


report 

0.002 

R017 

book 

2 

English 


protocol 

0.001 

R017 

book 

1 

Eng 1ish 


laboratory notes 

0.001 

R021 

computer tape 

1 

German 

3126 

single component sample material 

•0.001 

806 

can 

1 



s 

;■ histopath. v slides 

o.oao 

400 

box 4 ■ 

80 

_ 


tissue blocks 

0.015 

807 

box 

3 

— 


sample.material 

0.001 

806 

can 

'1 

• ‘ _ 


sample- material 

0.001 

806 

can 

1 * ’ 

' 


tissue blocks 

0.015 

807 

box 

3 

" _ ■ 


histopath. slides 

0.073 

400 

box 

73 


3127 

basic research protocol 

0.002 

R017 

book 

2 

English 


documentation 

0.003 

R017 

book 

3 

English 


• ’ laboratory notes 

0.004 

R021 

binder 

1 

German 


laboratory notes 

0.008 

400 

binder 

2 

German 


?.62£.TS5Z02 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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(M3) 
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TYPE 

TIME ’* 
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LANGUAGE 

3127 

basic research 

laboratory notes 

0.004 

R021 

binder 

1 

German 



laboratory nates 

0.032 

R021 

binder 

8 

German 



wet tissues 

0.040 

807 * 

g1 assjar 

40 

- 



wet tissues 

0.040 

807 

g1 assjar 

40 

- 



wet tissues 

0.040 ’ 

807 

g1 ass jar 

40 

- 



wet tissues 

.0.037 

807 

glass jar 

37 

- 



tissue blocks 

* 0.025 

807 

box 

5 

- 


■ , 

histopath. slides 

0.085 

400 

box 

85 

- 

3138 

product devel. 

report 

0.001 

RG1 7 

book 

1 

English 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



1aboratory notes 

0.001 

R021 

computer tape 

1 

German 


.1 

laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

313? 

product deveI . 

histopath- slides 

0.008 

021 

box 

a 

- 



laboratory notes 

0.044 

R021 

binder 

ii 

German 



histopath. slides 

0.546 

807 

box 

546 

- 



histopath. slides 

0.429 

807 

box 

429 

- 

31 A3 

product devel. 

laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

3147 

product devel. 

protocol 

0.001 

R01 7 

book 

1 

English 



tissue blocks 

0.015 

807 

box 

3 

- 



wet tissues 

0.051 

807 

g1 assjar 

51 

- 



histopath- slides 

0.004 

400 

box 

4 

- 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



tissue blocks 

0.010 

807 

box 

2 

- 



laboratory notes 

0.001 

RS06 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0.004 

R021 

binder 

1 

German 



wet tissues 

0.060 

807 

g1 assjar 

60 

- 



histopath. slides 

0.092 

400 

box 

92 

- 

3149 

basic research 

protocol 

0.002 

R017 

book 

2 

English 



laboratory nates 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0-001 

R806 

computer tape 

1 

* German 



histopath. slides 

0.002 

400 

box 

2 

- 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

0-001 

R806 

computer tape 

1* 

German 



laboratory notes 

0.001 

R806 

computer tape ' 

1 

German 



laboratory nates 

0.001 

R021 

computer tape' 

1 ' 

German 


V* - ** 

wet tissues 

0.072 

806 

g 1 assjar 1 

72. 

- 



wet tissues 

‘ 0.006 

807 

' glassjar 

■ 6.'; 

- 


** 

wet tissues 

0.002 

807 

glassjar 

. 2 

- 



tissue blacks 

0.010 

‘ 807 

box 

- 2; 

- 


*,.,r 

histopath. slides 

0.028 

“ 400 

box 

. 28 

- 

3189 

basic research 

laboratory notes 

0.001 

• R021 

computer tape 

1- 

German 



histopath. slides 

■ 0.005 

400 

box 

5 : 

- 


•- 

laboratory nates * 

* 0.001 

R021 

computer tape 

1 ’ 

German 



tissue blocks 

0.015 

807 

box 

3 



eG2i.TS8S02 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 







STAND: 10-SEP-93 


SEITE 


11 


PROJECT 

NUMBER 

CATEGORY 

RECORD 

TYPE 

QUANTITY 

CM3) 

LOCATION 

MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

3169 

basic research 

tissue blocks 

0.005 

607 

box 

1 




tissue blocks 

0.005 

607 

box 

1 

— 



histopath. slides 

0.006 

400 

box 

a 

- 



laboratory notes 

0.001 

R021 

computer'tape 

i 

German 



laboratory notes 

0.001 

R8Q6 

computer tape 

i 

German 



laboratory notes 

0.001 

R606 

computer tape 

i 

German 



laboratory notes 

0.001 

R806 

computer tape 

i 

German 



laboratory notes 

0.001 

R806 

computer tape 

i 

German 



laboratory notes' 

0.001 

R021 

computer tape 

i 

German 



laboratory notes 

0.001 

R021 

computer tape 

i 

German 



histopath. slides 

0.034 

400 

box 

34 

- 


... - 

protocol 

0.001 

R017 

book 

1 

English 



protocol 

0.001 

R017 

book 

1 

Eng 1ish 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 

3172 

product deve1. 

protocol 

0,001 

R017 

book 

1 

English 



sample material 

0.001 

322 

can 

1 

_ 

3195 

basic research 

protocol 

0.001 

R01 7 

book 

1 

English 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



tissue blocks 

0.010' 

807 

box 

2 

- 



histopath. slides 

0.002 

400 

box 

2 

- 



laboratory notes 

0.001 

R606 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 



laboratory notes 

a.Qoi 

R806 

computer tape 

1 

German 



histopath. slides 

0.011 

400 

box 

11 

- 

3202 

basic research 

laboratory notes 

0.0Q4 

400 

binder 

1 

German 

5015 

basic research 

laboratory nates 

0.004 

F17.4 

binder 

1 

German 

5041 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5062 

single component 

laboratory notes 

0.005 

F17.6 

box 

1 

German 



histopath. slides 

0.023 

400 

box 

23 




histopath. slides 

0.055 

40Q 

box 

55 

- 



tissue blocks 

a.oia 

17.5 

box 

2 

_ 



sample material 

0.001 

606 

can 

1 

- 

5066 

product devel. 

laboratory notes 

a.oo4 

R021 

binder 

1 

German 



laboratory nates 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

R021 

computer tape 

1 

German 

5101 

basic research 

laboratory notes 

a. 026 

RQ21 

binder 

7 

German 



documentation 

0.002 

R017 

book 

* 2 

English 

5102 

basic research 

histopath.' slides 

a. ooi 

400 

box 

1 




tissue- blocks * 

0.005 

807 

box 

1 


5106 

product devel 1 ."*’ 

laboratory notes ' 

. 0.004 

F17.4 

binder 

1' 

German 

5124 

basic research 

laboratory notes 

0.004 

F17.4 

binder 

1 

German 

5144 

biokinetics *** 

‘ 1aboratory/ notes 

‘' : 0.004 

R021 

binder 

1 

German 



laboratory notes 

0.001 

R806 

computer tape 

1 

German 



laboratory notes 

0.001 

RQ21 

computer tape 

1 

German 

5220 

basic research 

protocol- - 

0.001 

R017 

book 

1 

English 



sample material 

0.001 

322 

can 

1 

- 

5222 

product devel. 

laboratory notes 

0.012 

R021 

binder 

3 

German 


t'62£T ; 63202 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 
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RECORD 
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QUANTITY 

(M3) 

LOCATION 
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TYPE 

TIME 

N START END 

LANGUAGE 

5222 

product devel. 

laboratory notes 


0,004 

R021 

binder 

1 

■German 



report 


0.002 

R017 

book 

2 

English 

>■' 


laboratory notes 


0.001 

R021 

computer tape 

1 

German 



laboratory notes 


0.001 

R8Q6 

computer tape 

1 

German 

5223 

basic research 

laboratory notes 


0.001 

R021 

computer tape 

1 

German 



laboratory notes 


0.001 

R806 

computer tape 

1 

German 

5224 

basic research 

laboratory notes 


0.001 

R021 

computer tape 

1 • 

German 



laboratory notes 


0.001 

RS06 

computer tape 

1- 

German 

5226 

basic research 

'documentation 


0.001 

RQ17 

book 

1 

English 



laboratory note's 


0.004 

RQ21 

binder 

1 

German 

5228 

basic research 

laboratory notes 


0.Q01 

R021 

computer tape 

1 

German 



1aboratory notes 


0.001 

R806 

computer tape 

1 

German 

9110 

basic research 

laboratory notes 


0.024 

002 

binder 

6 

German 



report 


0.016 

002 

binder 

4 

English 

9150 

basic research' 

laboratory notes 


0.020 

017 

binder 

5 

German 

9510 

basic research 

documentation 


0.024 

006 

binder 

6 

Eng 1ish 



protoco1 


0.004 

006 

binder 

1 

English 

9520 

basic research 

project management 

file 

0.004 

406 

binder 

1 

Eng 1ish 



laboratory notes 


0.012 

406 

binder 

3 

German 



laboratory notes 


0.012 

411 

binder 

3 

German 



report 


0.013 

41 Q 

book 

13 

Eng 1ish 



report 


0.003 

406 

book 

3 

Eng 1ish 



protocol 


0.012 

410 

book 

12 

English 



protocol 


0.004 

406 

book 

4 

English 



project management 

file 

0.008 

410 

binder 

2 

Eng 1ish 



laboratory notes 


0.040 

410 

binder 

10 

German 

9530 

basic research 

documentation 


0.004 

101 

book 

4 

Eng 1ish 



protocol 


0.001 

101 

book 

1 

English 



project management 

file 

0.008 

101 

binder 

2 

Eng 1ish 

9540 

basic research 

recorder diagrams 


0.004 

102 

binder 

1 




recorder diagrams 


0.016 

212 

binder 

4 

- 



protocol 


0.004 

101 

book 

4 

English 



report 


0.005 

101 

book 

5 

English 



documentation 


0.012 

212 

binder 

3 

English 



recorder diagrams 


0.004 

216 

binder 

1 

- 

9550 

basic research 

project management 

file 

0.056 

105 

binder 

14 

English 



laboratory notes 


0.080 

105 

binder 

20 

German 


- -1 

laboratory nates 


0.020 

516 

binder 

5 

German 



report 


0.015 

105 

bock 

15 

English 


:r'X 

laboratory notes 


0.152 

102 

binder 

38 

German 



protocol 


0.015 

105 

book 

15 

English 

9560 

basic research- 

documentation 


0.001 

321 

book 

1 

English 



project management 

file 

0.002 

023 

bag 

2 

English 



project management 

file 

0.008 

321 

binder 

2 

English 


. . ,* 

protocol 


0.002 

321 

book 

2 

English 



laboratory notes 


0.064 

321 

binder 

16 

German 



report 


0.001 

321 

book 

1 

English 



histopath. slides 


0.020 

024 

box 

20 

— 


SG24TS8202 
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CATEGORY 

RECORD 

TYPE 


QUANTITY 

(M3) 

LOCATION 

MEDIUM 

TYPE 

TIME 

N START END 

LANGUAGE 

9sao 

basic research 

protocol 


0.024 

400 

binder 

6 

English 



protocol 


0.020 

405 

binder 

5 

English 



laboratory notes 


0.012 

400 

binder . 

3 

German 



laboratory notes 


0.005 

405 

bag 

5 

German 



laboratory notes 


0.004 

405 

binder 

1 

German 



report 


0.028 

400 

binder 

7 

Eng 1ish 

9640 

basic research 

documentation 


0.005 

112 

book 

5 

English 



project management 

file 

0.008 

112 

binder 

2 

English 



protocol 


0.004 

112 

book 

4 

English 



laboratory notes 


0.064 

332 

binder 

16 

German 



histopath. slides 


0.023 

332 

box 

23 

- 



laboratory notes 


0.004 

716 

binder 

1 

German 



laboratory notes 


0.004 

717 

binder 

1 

German 



laboratory notes 


0.040 

112 

binder 

10 

German 

9660 

basic research 

project management 

file 

0.028 

016 

binder 

7 

English 



report 


0.017 

016 

book 

17 

Eng 1ish 



laboratory notes 


0.056 

016 

binder 

14 

German 



protocol 


0.002 

016 

book 

2 

Eng 1ish 

9670 

basic research 

documentation 


0.001 

114 

book 

1 

Eng 1ish 



protocol 


0.002 

114 

book 

2 

English 



report 


0.002 

114 

book 

2 

Eng 1ish 

9690 

basic research 

documentation 


0.001 

415 

book 

1 

English 



project management 

file 

0.004 

414 

binder 

1 

English 



protocol 


0.020 

415 

binder 

5 

English 



laboratory notes 


0.176 

414 

binder 

44 

German 



laboratory notes 


0.007 

416 

computer tape 

7 

German 



report 


0.002 

415 

book 

2 

English 


96^68202 


Source: https://www.industrydocuments.ucsf.edu/docs/sjvkOOOO 






